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Cincinnati, Ohio—XII, 256 

Recreation Facilities XI, 235. 240 
248, 254. 259. 265: XII. 246. 256, 
265: XIII, 20, 21; XIV, 23, 212 

Recreational Needs of Communities—XIII, 
247: XIV, 212 

Rehabilitation [See 
modeling] 

Renovating [See Reconditioning] 

Repair Department—XI, 167 ; XII, 179, 185; 
XIII. 176: XIV, 152 

Research Laboratories—XII, 489; XIII, 478 

Residence Hall [See Dormitory] 

Rinks, Ice-Skating—XI, 259 

Roads—XI, 215 

Roof Design—kXIII, 47 

Roof Maintenance—KXII, 186 XIII, 18; 
XIV, 152 

Routes, Bus—XI,. 544: XII, 560 

Rural Schools—XI, 17, 24; XII, 36, 51, 54, 
223 


Accounting—NXI, 


Reconditioning and Re 


S 


Safe Design XIII, 61 [See also Fire Pro 
tection |] 

Salvaging Materials and 
169, 178; XII, 61 
Science Building for a 

XIII, 482 
Science Laboratories— [See Laboratory] 
Score Card for School Plants—é4l1 
Screens, Projection—xXIV, 263 
Seating, Types and Arrangement 
XIV, 242 
Seattle, Wash., Thomas A 
tional School—XII, 525 
Secondary Schools [See 
Junior High Schools] 
Selective Service Boards and School Plan 
ning—XIV, 18 
Seminar Room—XI, 291; XII, 494 
Servicing Laboratories—xXI, 465; XIII, 
Sewing Rooms—XI, 424; XIII. 20, 423, 
Shelving, Library—XI, 299; XIV, 256 
Shop for Chemistry Department—XIII, 
Shop Layouts and Equipment—xXI, & 
XII, 33, 34, 525, 531; XIII, 516; XIV, 
112; XV, 194, 196 
Shops for Industrial Arts 
$11 XV, 193. 196, 299 
Shops, Repair— XII, 181 
Shower Facilities—XI, 47; XII, 253, 263, 
268: XIII, 262; XV, 155 
Shrubs—XII, 220 
Sinks—XI, 47 
Site Costs—XII, 
Site Plans [See 


Equipment—XI, 


Teachers College 


XIII, 325 ; 
Edison Voca 


High Schools; 


XIII, 531; X 


1 
Grounds Plans] 
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Site Selection and Planning—XI, 204; XII, 
bs XE, 317- ASV, WOR, SEs: Be, 


Ska z, Ice [See Ice Skating] 

Ski Jumps, Construction of XI, 248 

Ski Shelters and Lodges—XI, 265 

Ski Tows, Construction of—XI, 254 

Ski Trails, Construction of—XI, 238, 244 

Skylighting—XI, 42 

Small Schools—KXII, 51 

Snow Sports [See Winter Sports] 

Social-Studies Classrooms—XI, 292; XIV, 
251 

Sound Control [See Acoustical Planning] 

Sound Equipment—KXIII, 320 [See also 
Audio-Visual Aids tadio Facilities] 

Specifications, for Supplies and Equipment 

XII, 182; XIII, 178 

Sports See Physical Education; 
tion | 

Stage Design and Equipment—XI, 304; XII, 
26, 313; XIII, 295, 321; XIV, 268 [See 
also Auditoriun 

Stairways and Stairwells XI, 88; XIII, 62 

Stamford, Conn., Record-Keeping System— 

II, 368 

State Support of Pupil 
XIII, 553 

Stenography Classrooms—KXIII, 374 

Standards for Transportation Service—XI, 
540, 549 XII, 554 

State Responsibility for Transportation Ser 
vice XI, 548 ; XII 552, 554; XIII, 553 

Steamfitti : 

Stokers : 

Storage Facilities for Physics Department 
XIII, 476 

Structural Types—KXII, 14 

Student Council Room [See Classrooms for 
School Activities 

Student-Forum Unit—XI, 289 

Student Records [See Child Accounting] 

Studies—XII, 424 

Subsidizing, by Foundations—NXII, 19 

Summer Renovation Program—XIT, 

Supply Purchasing—xXII, 182; XIII, 
178 


Recrea- 


Transportation 


Surfacing, Playground—XIII. 267 
Swimmin 0] XI 35. 250. 261. 


XIII, 254 29: XV. 153, 160 


XII, 496 
Demonstration School 
chers llege I lustrial Arts Facilities 
XV lt ol 521 
feachers College Science 
XIII, 482 
reachers, Records on XI, 344. 346 
reachers’ Service Facilities—XIII. 53 
Telephone Switchboard Practice Classroom 
XIII, 376 
remperature Control—XI, 37 
rennis Courts—XII, 218 
fermite Damage, Protectivn 
157 
rerraria—XI, 483 
Testing, as Part of Purchasing Procedure 
XII, 182; XIII, 178 
Texas County, Missouri—kXII, 223 
Texas University of University 
High School—XI, 292 
rheaters—XI, 309; XIII, 295; XIV, 268 
See also Stage 
Toboggan Chutes, C« 
XI, 240 
Toilet Facilities—XI, 46; XII, 27, 263 
Track—XII, 219 
Trade Training Programs—NXIII, 525 
rranscribing Rooms—kXIII. 374 
Transportation, Costs and Financing—XIII, 
553 
Transportation Service—NIT. 539; 
Trees, Care of—KXII, 180, 220 
Tulsa, Okla., Will Rogers High School—XII, 
28 
furf Areas XII, 217 XV, 130 
['welve-Grade School—XIV, 41, 49 
Typing Classrooms—NI, 356 ; XII, 376, 377 ; 
XIII 175; XIV, 246, 304; XV, 201 [See 


Iso ¢ mmercial aducation } 


Building for— 


Against-—XIV, 


Junior 


ynstruction and Care of 


XII, 551 


‘nited States Military Academy, Ice-Skating 
Rink—XI, 262 

niversities [See Colleges] 

Jpkeep [See Maint 
rinalse—xXI, 47 

Utilization—XII, 14, 23 


nance} 


Vv 
XI, 51; XIV, 165 
16, 189; 


Vacuum-Cleaning System 

Varnish, Floor—XIII, 192 

Ventilating Systems—XI, 37; XII, 
XIII, 256, 264 
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Ventilation, 


Vv isus al-Education 
II, 322; XIV 


316; XI 


Toilet-Room 
one 


» 


XI. 


4 
XI. 
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312: 
mY. 


Vocational Adjustment Se1 rv ice—XII, 


Vocational School Design ne Equipme nt— 
XII, 525; X 


Vocational 
525: xX 


Walks 

Walls, 

Wappingers 
oo 


XI, 


Acoustical 


XIII, 
Training 


405; XV 


516; AV, 


P rogram 
299 


WwW 


215; 


Central 


XII, 
Treatment 


218 


School, 


26 
18 


of 
N. 


XIII, 


XII, 
x. 


XII 


525 


516, 


45 


XIII, 


of on School Planning—XIV, 

Wardrobes—XII, 426 

Washington and Lee University, 
and Grounds Maintenance—\NXII 

Water Closets—XI, 47; XII, 27 

Waterproofing—XIII, 47; XIV, 154 

Water Supply—KXI, 47 

West Point, N. Y., Ice-Skating Rink at 
United States Military Academy—XI, 262 

West Virginia, Kanawha County's School- 
Building Program—XII, 54 

Williams College, Adams Memorial Theater 

—KXIII, 295 
Window Lintel Cc onstruction 
Windows—XII, 24 


War, Impact 
13 


Buildings 
177 


XIV, 156 


Winnetka, Ill., Crow Island School—XI\ 
Winnetka, Ill., Home Economics Vepar 
of New Trier Township High Schoo! 


62 
nent 
XI, 
424 
Winter Sports Facilities—XI, 235, 240 
248, 254, 259, 265 
Winter Sports, Place =. in Physical-E 
tion Program—XI, 

Ww scene. State School Spullding Serv 
Wisconsin, University of, Theater and 
Addition—XII, 48, 49; XIV, 270 
Woodwork Shop—XII, 181, 532 
Shop Layouts and Equipment ; 

Industrial Arts] 


Arts 


[| See 
Sho 


ilso 
for 








